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Pptalls 

Explanation to City Plan* VS^nsao-si 


1 ) 

2 ) 


3) 

4) 

5) 


6 ) 


7) 


8 ) 


9) 

10 ) 

11 ) 


Bridge: An entirely vooden structure built in late 1952 to replace the 
oldg var-^aaeged one; about 120 neters long, six neters vide,. and five 
meters high above the veter. It vas observed to be used permwiently, 

lA Sub-rStation (Designation tfaknovnJl- A 'vooden^ single etory stmcture, 
vith eament ooated vails and a ceaent tile roof; five meters long, five 
meters vide, and three meters high. This sub-atation remained tmdamaged 
through the '/aro 

Barbed Wire Fence: This fence, about tvo meters high/ 

I and wae apparently set iq) to keep the publie out 
of a mined area surroimding the Songdo Recreation Center, 

Hllitary SentEg Post (Dhidentifie d thiit), 2nd Corps. NKPA : A vooden, 
single story structure, vith mud vails and a tile roof; three meters long, 
three meters vide, and three meters high, 

Reeidencea (Unidentified O^ffnlaation): Approximately 28 vooden, single 
story structures built in late 1953, with mod valla and thatched roofs, 
each measuring about nine meters long, six neters vide, and four meters 
high and housing two families. 


Rftaidencea. Kaiywfa^do Committee, Kbrea^Soviet Oultairal Association: Approxi. 
mately nine %iooden, single story structures built in nid<*1954» vith mud 
vails and thatched roofs, each measuring about ten meters long, six meters 
vide, and fSour meters high and housing tvo fsmilieso 


Former Site for Wtfaean Girls” Senior Midd le School : This vas the former 
site for the V^fmsan Girls ^ Senior «*^l ch vas damaged during 


the war and vas not reconstructed 
was to be reconstructed in the future. 


Bovever, the school 


Annexed Building . Medical Station, 2iad Corps, NKPA: A wooden, single story 
structure built after the Armistice in Jul 1953 ty 'Uie Medical StatloDo 
It has mud walls and a thatched xv>of and is 15 meterd long, eight meters 
wlds, and four meters higho 

Ann^yytji Building, Medical Station, 2pd Corps, WKFA : A vooden, single story 
struotiire built after the Arsdstioe, It has mud vails and a thatched roof 
and is about six meters long, four neters vide, and four meters higho 

Annexed Building, Medical Station, 2nd Corns. NKPA : A wooden, single story 
structure, built aftw the Armistice, with mud vails and a thatohed roof; 
six meters long, foiK meters vide, and four meters hi|^o 

Main Station. 2nd Coma. KKFA: A JigMmese>day red brick 
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structure of two stories^ var^damagoB repaired after the var^ with a flat, 
reinforced oonorete roof; about 100 metera long, ten meters wide, and t<m 
meters vide, and ten meters high, 

12) Residences. ^ wooden, single story structure 

built after the war, with mtd walls end a cement tile roof; about five 
meters long, five meters vide, end three meters hi^o 

B) Residences. KaopwAMte CCTna5.ttee^ Kbrea^viet, (^ti^ Six 

wooden, single story structures built after the war, with mud walls and 
thatched roofs, each measuring about nine meters lc«g, six meters vide, 
and four maters hi^ housing two families . 

14) Wrfosan Fishing Station : A Japanees-dey tModen structure of single story, 
repaired of war-damages ly its «iipl£yeea, with gray cement coated walls 
and a tile roof; about 50 meters long, seven meters wide, and five meters 
high. 

15) SfiEftir. SltfB, A Japanese-day single story struc- 
ture repaired of war-damages by its es^leyees, with oement coated walls 
and a cement tile roof; about 30 meters lohg, sevtm meters wide^ emd four 
meters hig^o 

16) Residences. FrobaMv W^san Coastal Defense Ihiit. WOUt 12 wooden, single 
story struotures built in May 1954, with mud walls and thatched roofs, each 
measuring about six meters long, five meters vide, and three meters hl^ 
and lw>uslng one family, Of the 12 houses, three belonged to the V^nsan 
fishing Station. 

17) Refildenoee. KangMfe.do Comaittee, Korea-Scviet (hatu^ Associationt Ten 
uood«a, single story struotxires built in Oct 1953, with mud walls and 
thatched roofs, each measuring about six meters long five meters wide, and 
three meters high and housing one fsmllyo Two of them were roofed with 
grey tin. 

18) Banraffh, a Japenese-day wooden, 

single story structure reconstructed from serious war-damages by the enploy- 
ees after the WEor, with mud walls end a cement tile roof; about 30 meters 
Irag, seven meters wide, and ^ve meters higho 

19) Barrack. .frobablY t^^san Coastal %f^se,aait. MOIAi A wooden, single story 
structure built by its members in Hsy 1954, with mud walls and a thatched 
roof; about 25 meters long, seven £^ters vide, and five meters high. 

20) Kwfnfrfn-dn Ccm^ttcc, B brea-Sovlet Cultural Assooiation t A Japanese-day 
brick, two story structure loft undamaged during the war, with white tile 
walls and a flat, reinforced concrete roof; 25 meters long, eij^t meters 
vide, and ten meters high. 

21) Hotel. Kangwdn-do Samlttee. Klf t A Japanese-day brick, single story struc- 
ture of Shaw, reconstructed from war-damages by the Kengiqm-do Construo- 
tion Trust (KCT) in Jun 1955, with red brick walls and a cement tile roof; 
about 50 nmters long, nine meters wide, and six meters high. 
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22) Aimeaced BuS ,^^1ngr. Cyif^pyuner^ » 

A Japonese-^agr brick, eiiigle atory atructtxre of "L” shape, repaired of war- 
damages bgr its emplc^ees after the war, with red briok walls and a part 
tile and part tin roof; about 60 meters long, eight netere wide, and six 
meters hlgho 

23) Democratic Propaganda Office, Gh*tmga^^-dong Office; A wooden, single story 

structure built in Ma^ 1954i> with sicd walls ard a cement tile roof; about 
25 motors long, eight meters wide, and four meters hi|h« 

24.) Gh «iingflife|g«4aBg Offiee t A XiK>odenf single story structure built after the 
war, with mud walls and a cement tile roof; about sev^ meters long, six 
utters vide, end four meters high<> 

25) Residences^ KangiW&i-so, Approximately 20 wooden, single 

story struotixrea built by the KCT aftwr the war, with white lime coated 
walls and cement tile roofa, each iseasuring about eight meters long, 
eight meters wide, and four meters high and housing one familyo 

26) KangwA^^de Committee^, Klf t A brick, three story structure of "T" shape, 
built in early 194B and reconstruKited from war-damages ly the KCT shortly 
after the war, with yellow cement coated walls and £■ flat concrete roof; 
about 120 imsters long, 10 meters wide, and ten meters higho 

27) Residences.. Kangwifo«.de CoBadttee, KlPr Approximately ten wooden, single 
story structures built by the KCT after the war, with white lime coated 
walls and oement tile roofs, each is^aeuring about eight meters long, six 
meters wide, and four meters high and housing one family « 

28) Warehouse, Kangw^a^ F^^ A wooden, single story atruoture 

built by the employees shortly affver the war, with mud walls and a 'Utatohed 
roofs about 25 maters long, ae-ven Eisters wide, and six meters higho 

29) Bnilding, KangwAa-do Fcyestgsr Statifflas A wooden, single story atruo- 
tuire built ^ the os^loyees sbort]!y after the war, wi'^ white lime coated 
walls and a cement tile roof; about 50 meters l9ng<) eight zoeters wide, and 
five meters hi^o 

30) Residences. Kangwfe-dQ J’oreetry Stetioa s Apps-oximately 42 wooden., single 

story stnzctures built aftw the irar, ^th mud walls and thatched roofs, 
each measuring about five meters 3.cng, five wide, and three meters 

high. Of them, five were owned some employees of the Kengv^'^ Coie- 
aittee of the Eorea-Sovlet Cultural Association and about ten by MvllianSo 

31) KangwAi^do KIP Staff Sohocls A brick, two story structure reconstructed 
from its serious WBr<-daittageB by the KCT shortly after the war, with red- 
brick vmlls and a cement tile rooi'; about 50 meters long, t«i meters 
%rldec. and ten metera hi^« 

32) WAnsan-sl lA Statlon » A Japanesoedsy two stor;' structure of granite, 2^ 
constructed from war^damageB by it.s ec^lcyees shortly after the war, with 
yellow stoiM valla and a flat, reiziforced concrete roof; about 50 metera 
long, ten meters wide, eoid ei^t ss^ters higho 
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40 ) 


a) 


42) 


43) 


COKFIDEiKriAL 

Barrack. Pirobably Wtfasan Coctstal Defense Ifadt. MOIA t A Japanese^dogr 
brick, alagl* story struetxEre reconstructed Oram varodaiaages by Its 
nsfldders after the war, with red brick walls and a thatched roof| about 
35 meters long, ten meters vide, end five raetera highe 

RgfijdMLOe^JflagMfogdpJkanittee^^ A 

brick, single story straeture built shortly after the war, with red 
brick walls and a grey tin roofjt about five meters long, five meters 
vide, and three meters higho 

Barrack, ftrobably W&isaa Coastal Defuse Dbit. MOlA t A Japeneseoday 
brick, single story structure }re«>nstruetad from var>damages by its 
members after the war, with red bric^ walls and a thatohed roof; about 
35 meters long, eight meters vide, end five meters high, 

Main Build1ny^Fr933ea?ly_Mi^ Befenee tfait, M0IA> A wooden, 

single story structure built by its members shcotiiy after the war, with 
mud walls and thatched roo£$ about 20 meters long, seven meters vide, 
and three mstcors hi^o 

Ekanch Store« iMbsan National Department Store t A wooden, single story 
structure built in Jan 1954, vdth mod wills and a cement tile roof; 
about six laeters long, five meters wide, and 2.5 meters hi^. 

Vrtb8an»-8i National PspartmMit Store : A Japanese bride, three story 
structure repaired after partial var-damages by employees of ^e 
Conmereial Mroagement Station ahortly after the war, with idiite tile 
walls and a flat, relnforeed oonorete roof; about 25 meters long, 20 
meters vide, and 12 meters hi^. 

lSangwiidiB»do Cparoittee. Eoream W<aEien''s leagues A J^)anese-day brick, 
single story structure reconstructed after serious var-demages shorty 
after the war, with white walls and a cement tile roof; about 15 meters 
long, seven meters vide, and five meters hi^o 

Barrack, frobablv V^naan Coastal MOIAt A wooden, single 

story etruoture built by its me^ibers shortly after the war, with 
walls and a thatdbed roof; about 20 meters long, six meters vide, and 
three meters high. 

fyybflW l^saiL Cosstig Defenfla Ihlt. MOIAt A wooden^ single 
story structure built by the mca^bers shortly after the war, with mud 
walls and a thatched roof; about seven meters long, foior meters vide, 
and three meters high. 

BwTack. PTobabij^ tftfesan Coastal Defense Ifait. MOIA i A wooden, single 
story structure built by the moiab^s shortly aft«r the war, trith mud 
walls and a thatdied roof^ about six met^s long, five meters vide, 
and three meters high, 

ft*!^****^^ Rpobablv VtSoBaa Coastal Defense Ifait. MOIAt A wooden, single 
story structure built by the members i^rtly after the war, with mud 
walls and a thatched roof; abo\tt six meters long, five meters wide, 
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and tfarea maters higho 

44) Barrack. Probablar Vjfaseo CoflataX A vooden, single 

story structure built by the members shortly after the var, with mud 
walls and a thatched roof; about six meters long, fire meters wide, and 
three meters high. 

45) Barrack. Probably J^fesan Coagtal Defense -lait.._I^IA » A wooden, single 
story stcucture built 1^ Hie member’s shortly after the war, with mud 
walls and a thatched roof; atout eight meWrs long, five meters wide, 
ai^ three metws high, 

46) Kanpwife-de Comnittee. Korean Tyade league: A Japanooe>day brick, two 
story structure reconstructed after var~demages by the eiqployees shortly 
after the war, with red brick walls and a cement tils roof; about 25 
meters long, seven izmters wlde^^ and eight meters high. 

47) Publications Management Station ! A Japanese-day brick, 
single story structure reconstructed after war-damage e by the employees 
shortly after the wear, with red brick walls and a cement tlla roof; 
about 25 meters long, eight meters eide, and five meterx hl^. 

48) Annexed Building. Kangw&i>4o mitaxy Mobrngatioo Deparl^ 

A Je^)6nese-day brick, two story structin'c reconstructed team its war- 
damages by the enqiiloyees shortliy after the war, with red brick walls 
and a cement tile roof; about 15 meters long, seven meters vide, and 
seven meters hi^o 

49) Rangti/w-do Military Mobilization llepairtment : A toick, two story struc- 
ture built in early 1949 and repaired of partial war-damages by the 
en^loyeea, with cement coated walls and a eemant tile roof; about 25 
meters long, eight meters vide^ and eight niters high. 

50) Kamwifo-do Coggaittee. Fatherland Defense Siigi)ogt_Aa 80 gistiQni. A 
wooden, single stoxy struetture built in early 1949 sod reconstructed 
shortly after Hie war, with ocsient coated walls and a cement tile roof; 
about ten meters long, ten meters wide, and four meters high. 

51) Annexed Building. Kangmfo-do Ctintral Bogt omcei A wooden, single 
story structure built by the employees shortly after the war, with 
vAiite lixoe coated walls and a cement tile roof; about 30 mstara long, 
seven meters wide, and three m^iters high. 

52) Main Building^ KanaWn-do Central Post Office t A Japanese-day brick, 
three stoxy structure reconstructed fkora its serious war-damages by 
the EFC shortly after the war, with cement coated walls and a cement 
tile roof; about 110 metors long, 25 meters wide, and 13 meters high. 

53) £aMa fcc<^fl..gffl«^ cial A Japanese-day stone, 

single story structure reconstructed after serious war-damages by the 
eBq;>lQyee6 shortly after the war, with stone iaUs and a eemant tile 
roof; about 20 meters long, 20 meters wide, and seven meters high. 
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54 ) Road t Expanded in early 1955? with asphalt j about 20 meters vide. 

55 ) Wi^nsap-si National Public Bath-^house i A brick„ single story structure 
built in May 1954, with red brick walls and a cement tile roof} about 
12 meters long, 12 meters wide, five meters high, 

56) W^nsan^si Na tional Barber Shop: A wooden, single story structure built 

in May 19546 white lime coated walls and a cement tile roof? about 

15 meters long, eight meters wide, and three meters high. 


57 ) life Insurance Organiaation : A brick, single story structure built 

during the Japanese occupation and rebuilt from warodamages shortly after 
the war, with cement coated wells and a cement til e roof* about I S Mat 
era long^ ten metei-s wide, and five meters high. 


25X1 


58) Kangwi^n^do Committee.. HKDP : A Ja|>aDese<^}ay stone, single story strooture 
reconstructed after wer-<dainages by the employees in Oct 1954^ with stone 
and brick valla and a thatched roof; about 30 meters long, eight meters 
vide, and four meters high. The thatched ro<>'ir would be replaced by a 
cement tile one in the future, 

59 ) Kepgw^nmdo Farm Cooperative i A Jepanese»day two story structure of brick 
repaired of partial damages by the employees shortly after the war, with 
brown tile walls and a cement tile roof; about 25 meters long, ten meters 
vide, eight meters high, 

60 ) Primary SQhoo|l (Designation Unknown): A Japaneee«dsy brick, two story 
structure rebuilt from its serious war»»daEsage8 by the KCT shortly after 
the var^ with cement coated walls and a cement tile roof; about 100 meti- 
ers long, ten meters wide, and eight meters high, 

61 ) Annexed Buildlr tf- Pi»<mw rY School (Item §9) ; A brick, two story structure 
built by the KCT in late 1954? with rod brick walls and a cement tile 
roof§ about 100 meters long, ten meters wide, and eight meters hi^, 

62 ) Dnrmitory^ KangwAi Press Company 1 A wooden, single story structure built 
by the employeea shortly after the war, with rniul walls and a thatched 
roof; about 15 meters long, tom meters wide, end three metera higho 

63 ) Kan<niA> Prase A Japanea->day brick, three story structure rep- 

aired of partial var*^amage8 by the employees shortly aifter the war, 
with cement coated walls and a flat, reinforced concrete roof; about 
30 meters long, 20 meters vide, and nine meters high,, 

64 ) Residences. Kangw^nt=do Cantral Bank t Three wooden, single story struct - 
ures built ly the employees shortly after the war, with rod brick walls 
and cement tile roofs, each measuring about six meters long, sis maters 
vide, end three meters high and housing one family o 

65 ) Residence r KMniruAa^o Provincial library t A wooden, single story struct- 
ure built after the war by the employees, with idiite lime coated walls 
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aod a cement tile roof; about six meters long^ fotxr meters wide^ and 
three meters high, 

66) Kangw^n^c Provincial Ubranr : A Japano8e«»day brick, two story struct- 
ure rebuilt tram serious war-damages by the KCT after the war, with brown 
tile walls and a cement tile roof; about 20 meters long^ 20 meters wide, 
and eight meters higho 

(fj) Wonsan Rynlrt A Japanese-dsy brick, two story "L" shaped struc- 

ture, repaired after partial war-damages shortly after the war, with 
cement coated walls and a flat, reinforced concrete roof; about 100 met- 
ers long, 25met«ir3 wide, and ei^t meters hl^o 

68) CgBffMWrff* Restaurantx A wooden, single story structure built 

in early 1954, with white lime coated walls and a tin roof; about 20 
meters long, seven meters wide, and three meters high, 

69) Reaideneea. Karea-Soviet Motion Picture Houeet Two wooden, single 
stoxy stjeuctuse built ^ke employees shortly after the war, with red 
brick walls and tin roofs, each measuring about six meters long, five 
meters wide, and three meters high and housing one familyo 

70) Korea-Seviet Motion Picture House » A wooden, single story stnieture 
built by the esqployees of the provincial Kbrean-^viet association 
shortly after ^e war, with red brick walls and a cement tile roof; 
about 40 meters long, 30 meters vide, and seven meters higho 

71) Soviet Army Meamrlal Towert A cement oincrete structure, about five 
meters hi|^, erected in an area, about 20 meters In diaioetero It was 
first built in 1946 and then repaired after war-damages after the war, 

72) Road i Asphalt road, expanded in early 1955, about 20 mters wide, 

73) WAisan Dietillerv. Wdnsan-si People *s Committee » A wooden, single story 
structure built by the employees in late 1953, with white lime coated 
walls and a conent tile roof; about 20 meters long, sevmi meters vide, 
and four meters hl^, 

74) W^san Distillem A Jiqpanese-day brick, single story 
structure reconstructed after the war, with cement coated walls and 

a cement tile roof; about 100 BMters long, 20 meters wide, and ten met- 
ers hi^o 

75) Branch. Wfosan-si Rational Dspartment Store i A VMds% single story 
structure t^lt in Oct 1954, with idiite line coated vaUs and a oemmit 
tile roof; about ten meters long, and seven meters wide, and 3o5 metwra 
higho 

76) KenaiidB-dc Statistics Division ; A Japanese-day brick, single story 
structure reconstructed from war-damages by the eaQ>loyees Portly after 
the war, with red brick walls and a thatched roof; about 25 meters long, 
ten metOTS vide, and five meters high, 
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77) let National fotel; A brlokj^ two story struetixro (’L" shape) built Ibgr 
the XTC in about Oet 1954» with cement coated walls and a cement tile 
roofs a)>out 50 meters long^ eight meters vide, and seven meters hi^o 

78) ^gilding, W^san Observatorvt A Japanese-day wooden, single story 
structure reoonst^oted from war-damages ly the enqplijrees Portly after 
the war, with ament coated walls and a cement tile roof} about ten metw 
era long, ten metwra wide, and four meters higho 

79) Wi^bsap Observatory I A Japanese^ay wooden, single story structure of 

shapeo Babuilt by the en^loyees shortly after the war, with cement 
coated walls and a cement tile roof; about 50 meters long, ten meters 
wide, and six meters higho 

80) Consmers* Guild Restaurmit t A wooden, single story structure built by 
theW^nsan-sl Consumer's ^udld shortly after the war, with \rtiite lime 
coated walls and a cement tlla roof} about 20 meters long, seven meters 
wide, and four meters hi£dx« 

81) Pongeu-dong lA Sub-StatAon t A wooden, single story structure built by 
the enployees in Aug 1^3, with mud walls and a cement tile roof} about 
12 meters long, seven meters vide, and three meters higho 

82) KangwAi-do Branch. Central Press Company : A brick, single story struc- 
ture built by the IKT In Hay 1954, with red brick %railn and a cement 
tile roof} about 25 meters long, eight meters vide, and four maters higho 

$3) ^rurxaAn-An c^j^^ ttee.. Pflrt A Jog^ewi dsy brick, two story structure 
rebuilt by the KGT shortly after the war, with partly stone and partly 
brick walls and a cement tile roof} about 50 meters long, nine metmrs 
vide, and ei^t meters hi^o 

84) Youth Club t A wooden, single story structure built by the KCT in Nov 
1953, with white lime coated walls and a thatched roof; about 80 met«rs 
long, 20 meters wide, and six meters hi^o 

85) Rasidenoes. Kangw^n-do Provicial Theatert 20 wooden, single story 
structures built by the employees shortly after the war, with mud walla 
and thatohad roofa, eaoh measuring about six meters long, six maters 
vide, and three meters high and housing one fainlly« 

86) Stage. Open Theater i A brlok, single story structure built in 1949, with 
cement walls and a oement tile roof} aibout 30 meters long, 15 meters wide, 
and seven meters high. The stand was built with o«iMmt In a stepped-up 
elevation, measuring about 100 meters long and 70 meters video 

87) Residences. Kangw&i-do lA Pspartiaentt 25 wooden, single stoxy atruoture 
built by the ranpl^yees shortly after the war, with oamftnt coatikl valiLs 
and oement tile roofs, eadb measuring about six meters long, six meters 
vide, and four meters high and housing one family « 
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88) Resld«iio* *ff|- Pcwtae^ Traneadselon Department t About 32 

WDodMiy single story structure built by the eB 9 >loyee 8 shortly after 

war, with mod vails and thatched roofs, each measuring about 
five meters long, four meters wide, and three meters high and honelng 
one fa^lyo 

89) Warehouse, Kangwfe^do Power Transmission, Denartaentr A wooden, 
single story structure built by the employees shortly after the war, 
with wooden walls and a tin roof; about 20 meters long, tea meters 
vide, md five enters hi^o 

90) Warehouse. Kangw^n»do Power Transmission Departmentt A wooden, 
single stery structure built by the en^loyees shortly after the war, 
with mod ualle and a tin roof; about 20 meters long, t«j meters wide, 
and five meters high. 

91) ^ Japanese^ wooden, 
two story struoture rebuilt from war-damages shortly after the war, 
with oemant coated walls and a oement tile roof; about 25 meters 
long, 15 meters wide, and eight meters hi^, 

92) Warehouse. KaneWn^ Power Transmission Departaenti A wooden, 
single story structure built by the employees shortly after the war, 
with mud walls and a tin roof; about 20 meters long, ten meters wide, 
and five meters higha 

99) KangWiAa-do lA Dspartmenti A brick, two story structure of "jll* 

shape, built in Oct 19^ and rebuilt from serious uar-damages by the 
ICrC in mid-1954? with cement eoated walls and a eamant tila aroof ; 
about 100 meters long, 15 meters tdde, and ei|^t meters high. 

94) An««ftd Billing. KangwAt-do lA Penartmenta A wooden, single story 
structure built by the enplcyees shortly after the war, with vhita 
lime coated walls and a oement tile roof; about 25 maters long, 
seven meters wide, and four meters higho 

95) Consumer 9 «» QwiM Stores A wooden, single sbory structure built 
riiortly after the \nr^ ad.th white lime coated walls and a cement 
tile roof; about t«a metOTS long, six meters wide, and three meters 
high. 


96) KengwiAa-do ftrisont A Japanese-day brick structure reconstructed firon 
war<^aangea after the var« It was surrounded by a red brick fmiee, 
about 600 meters long, 1.5 maters thick, and five maters high, 

97) Road i A dirt road, about 15 meters wide, extended 300 meters In 
length in Mar 1955, to be extended as far as tlw aut<XDobile repair 
factory (Itea 116) and to be paved with aafdialt in the fbtureo 


98) » SiimOnw-wi Apprcslmately 50 tiooden, single story struetures 

built after the v^r and located in an area, about 150 meters long and 
100 meters vide, %d.th idiite lima coated walls and wooden and cement 
tile roofs. 
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99) Stadiaat Abotxt 200 netere loDg and 100 maters wlda^ with a elevated 
structure for the presiding board uhl^ was flanked bjr stands In both 
direction for a total of about 1,500 peeploo 


100) Pinwt- ii/na^n T«M» n Factory t A woodmi^ single storj structure built 
shortly after the mr, wl^ white Urns coated walls and a cement tile 
roof| about 40 maters long^ 20 maters wide, and five meters hl^« 


101) WAiaaB^lam fhctory t A wooden, single story structixre built shortly 
after the war, with white lima coated walls and a oemant tile roof; 
about 50 meters long, 20 maters tri.de, and five meters hlgho 

102) Anneaced Wdnsan lam Factory : A uoodon, single story structure 

built shortly after the war, with white lima coated walls and a osmsnt 
tile roof; about ten metOTS long, seven maters wide, and fovr meters hlgho 

103) Warehouse. HAtsan Tam Factory? A vooden, single story structure built 
shortly after the war, with wooden walls and a tin roof; About 25 maters 
long, 12 meters wide, and five maters hlgho 


104) Annexed Building. Wrfnsen laiE Factory* A wooden, single story struoture 
built shortly after the war, with oud walls and a cement tile roof; about 
ten meters long, seven meters »lde, and four meters hlgho 

^5) genferenoe H*11- HenagMMint Dt^aiont A woodeo, 

single story structure built In Oct 1954, with idri^te lime coated walle 
and a cement tile roof; about 40 meters long, 15 maters wide, and four 
meters high. 

106) laiMrwAa^o CoiieMpidatldna Hsnagement Dlvislont A wooden, single story 
sbruoture> built in Oct 1954, with white lime coated walle and a eament 
tile xt>of; about 30 meters long, oeimn meters wide, and four meters hlgho 

107) A 
wooden, single story stjrueture built In Oet 1954, with white lime coated 
valla and a oement tile roof; about 25 meters long, six meters vide, and 
four meters hlgfa« 

108) fiff Iff t A vooden, single story structure built In late 

19 ^, with Mhlte lime eoated w^ls and a eemant tile roof; about 25 
meters long, eight metere wide, end four meters high. 

109) l««iismithp Kly » A vooden, single stor^ struoturo built In late 1953, 

^Itb red brlekwalls and a oement tile roof; about 30 metere Imng, 12 
metere vide, and four metere high. 

no) Hatiwaal Stor e.; A wooden, single story struoture built In early 19S4« 

with white lim coated walls and a oement tile roof; about 20 metere long, 
tm meters vide, and three meters hi^. 

lil) Stw. ^(MBHSl CoBSiaeersV Guild ! ^wooden, single story struoture built 
shortly after the war, with white lime eoated valla and a oamant tile roof, 
about 20 metere l«ag, ten maters vide, and three metwv hl|fi» 
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112) Grain Dlfltr ibtttion Station s A vood«n» elagl® etoty structure built 
shortly after the war, with wooden walls and a tin roof| about 25 
motorfi long, tan meters wide, and four meters hi^ 

113} Warehouse. Wholesale Baaaar. langwfe ^do Conegpers* Gnildt A briek^ single 
story struoture built in early 1954> with brick walls and a omaent tile 
rooff about 50 meters long, 15 meters wide, and five meters high. 

114) Wholesale Basasr. Eamaife-de Consimare* Guild* A wooden, single story 
struoture built in early 19IH» with red brick vails and a cement tile 
roof; about 15 meters 1^, eight meters wide, and four meters high. 

115) AntMxnA Bnildlni». lat Primartr Srfioolt A wooden, single story structure 
built b^' the nST in early 1954^ with white lime ooated walls and a cement 
tile roof; about 50 asters long, ten meters wide, and five meters hl^o 

116) Prfjne rv SkAool t A J^>anese»day brick, two story structure rebuilt 
by the KGT after war-damages In late 1954* It has cement ooated walls 
and a oemant tile roof; about 110 maters long, 20 meters %dLde, and eight 
meters hi^. 

117) frwy? Schoel t A brick, two story stz^turc 

built by tbs EOT from war-damages in early 195$> ^th cement coated 
walls and a cement tile roof; about 100 maters long, 20 met«rs wide, 
mod ten metere high. 

lid) Botanr^ Kanaw^tt^ Fyovinelal Court* A wooden, single story structure 

built in early 1954t with white lime ooated walls and a emnent tile roof; 
about ten meters l<^g, scvmi meters wide, and 3.5 meters high. 

119) Restanrent. WWneen-si Consumers* Guild ! A wooden, single story struoture 
built in early 1954, with idiite line coated walls snd a oament tile roof; 
about 15 meters long, seren meters wide, and three meters higho 

120) iBteWgbUft, RfWftg rWgto.iPwlfiBfttlffli ?nlmgwn)« ^ wooden, single story 
structure built In early 1954^ with mud walls and a tin roof; about 20 
maters long, ten meters wlte, and four asters hl^. 

BsTbear Shop t A wooden, single story struoture built in Oet 1954* with 
white lime ooated walls and a cement tile tfeof; alout seven meters long, 
six meters wide, end three meters hl^o 

122} ^ wooden, single story struoture bxiilt in Oot 1954# 

with idilte lias eeatod walls and a oament tile roof; about sight maters 
long, seven meters, vide, end four meters hi^, 

Bosk Store i A moodsn, single story struvturs built in oerly 1954, with 
^dtsll^ ooated walls and a oemant tile roof; about 25 maters Irag, 
ssvso asters vide, and 395 mstare hi(s^« 
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124) Rational ^torw ftranoh t A voodoa, alngla stcoy atroot'ora boilt in Out 
19^» with fKiodon vails and a tin roof| about 25 natars long^ six mti- 
ass wida, and 3o5 matara high, 

125 ) ^^**?*— n Paaola'^a CoMd.^ta^ » A bridk, alngla atory atruo- 

tnra rebuilt troa var-daEDOgea b9r tha ECT ijn eariy 19^* with cenaent ooat-> 
ed valla and a oement tilez^f ; iboot tm maters laigp tan matars vida» 
and five matars 

126) Paonla^s CoMBitteei A bricky three story str u a tu ra of *tf* 
ahapa reeonatniotad flrom serious war-damages by the KCT in July 1958» 
vitb cemsnt coated valla and a cement tils roof| about 250 meters 

12 maters wide, and 15 metare hi^* As to reoomatruotlon progress, the 
iDwar left half of tha building was cmsipleted in early 1955* 

127} Basldencae> KBuniiAa-do |\eoplo»e OosBdtteet Appnudmataly 40 wooden, 
alngla atc^ struoturea built in ■dd-1954, with white lime coated sod 
vails and oonent tile roofs, each msasuri^ about six metsrs long, six 
Bstsrs vlds, and three meters high and housing one family. 


single story struetura built in mld-19S4f with white lima ooatad vails 
and a eamant tile roof| about 20 maters long, eight meters vide, and 
3.5 matars hlgh« 


bridk, three story structure of "U” 
abi^, built by the BCT in mid-1954, with yellow lime coated vails and 
a emwnt tile reof| about 70 matars long, eight metwra wide, and 15 
matars hl^» 


230) iangiiAijde Rrosdo f^jiaf C psiittss t A briok, single story strooture built 
in ssrly 1954, with white lime ooatad walls and a cement tile roof| about 
25 narars long, 15 matars vide, and five meters high. 

^1) ^^lyifvxifflately 55 wooden, ■ . 

single story strueturss butlt in iBid-1954, with white lii» coated walls 
and osnent tils roofs, ssoh measuring aho^ six maters long, six matars 
vide, and 3*5 matarw high and housing one familye 

132) Rasidanoes^ l^ t Appro xim at el y 50 wooden, single Story strueturss built 
In lata 19S4,^wlth white lime coated walls and ostteat tile roofSji each 
measuring about ten meters long, six meters vids, and three metare hS^e> 
sad housing two families. 

133) Work Station (Osslgnat^f^ K^« A wooden, alngla story straotura 

built in nid-19S4, with idiita lime oMtad walls a^ a caneat tile reof| 
about 20 meters long, eight meters vide, and 3.5 meters high. 

134) Work Station (Oealghation Ihkneap). K^ t A vvMden, single story atrubtisv 
boilt in nld-1954, with idiite lias ooatssd walls sod a aasmnt tile reef | 
about 20 asters long, seven msters wide, sad 3*5 metars high. 
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135) Wafhoqge^ Ihl^atlfied Work Statical. KCTt ^ %K>od«D, single etoary 
struetore built In iDid-19Sii» ^th i^te limo coated and a eeneot 
tile roof; about 25 noters laag, eight noters uido^ and 3*5 meters 

136) Ifalitontifiod Work Station^ ICTi A vooden, single stoxy etruetore built 
in mld-1954» with white lise coated walls and a cement tile roof; about 
20 meters 1^, a eua n maters wLde^ ami 3«5 maters high* 

137) Residences Appeeadnately 25 wooden, single stoxy 

structures built in early 1955, with cement coated walls and tile roofs, 
each measuring about tan meters long, six meters wide, and 3o5 meters 
high and housing two famiUeSo 

138} Anoaxed Building, H^hsan Railrcad Statlont A laooden, single stoxy struc- 
ture built by the aqployees in Oct 1953, with red brick vallc and a tin 
roof; about 20 meters long, Soven meters wide, and three metwrs hl^o 

139) Bath-house. Wfesan gRllm ed Station s A wooden, single stoxy structure 
built by the employees In Oct 1953, with brick walls and a tin roof; 
about soven meters long, eight met^s wide, and four meters hi^, 

140) Xrack Workeyf » fftfHt,. ^eaa Railr?^ l^sno wooden, single atexy 

structures built by tbo emplcq^s in Oetl953, with red briek walls and 
tin roofs, eadi measuring about tea meters Irag, seven meters vide, and 
throe metws bigho 

141) Anneated BnlMing^ W^»aym BAilr^e^ ^ Wooden, single stoxy struo- 

ture built by the employees in Oot 1953, with briok walls and a tin reef; 
about 20 metws long, seven meters vide, and four meters high« 

142} M&isan Railroad Statloni Six wooden, single story struoturea built Igr 
the employees in Jul 1953, with white lime coatod ifalls mad cement tile 
roofs, each measuring about 20 meters long, seven meters wide, and 3«5 
meters high, 

143) Muin Railroad Statloa t A brick, two atory strueture 

built by the Kangypn^do Constructlen Trust in midU1954, with yellow 
cement coated walls end a cement tile roof; about 5C asters long, eight 
meters wide, and five meters highb 

144) lAheretlnn Memprlal ^owert A square, two stpxy structure of stone, 
repaired after partial war-damsges after the var^ measuring about 20 
meters long, 20 meters wide, end five meto>e high: 

145) SfliA* ^ newly eenstrueted road aeetionr., about 20 meters wide, paved with 
asphalt, running straight in fXtnt of the ^ifesaa Baiiroad 8tation» 

^46) Bock Store t A wooden, single story atruoture built in late 1954, with 
idiite lima eoated walla and a cement tile roof; about ten meters vide, 
and three meters high. 
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147 ) ^ wooden, single atoxy strooture built in late 
1954* with white llioe coated walls and a oeiaant tile roof | about 15 
meters long, six meters wide« and 3^5 meters high, 

148 ) Restaurant i A woo^n, single story structure built in late 1954> with 
vdilte lime coated walls and a cement tile roof; about 23 meters Icaigy 
ton oetara wide, and 3,5 meters high. 

A wooden, single story structure built in early 1954, with white lime 
coatod walla and a oement tile roof; about 20 metws long, 15 maters 
wide, and 3*5 meters hl^o 

150 } Warehouae i A wooden, single story structure built in late 1953» with 
woodon, walls and a tin roof; about 25 meters long, ten metfurs wide, 
and fivo msters high. 

151 ) Open Storage t An open area, ten motors long and tdde, tasnally having 
five piles of goodsp 

152) firwjhfc .WAMMhPli A wooden, single stoiy structure built 

in Oct 1953 , with wooden walls and a tin roof; aibout 50 meters long, six 
meters wlte, and three meters hi^. 

153 ) mutary Stersk Wfaean»smilltary CpaBerce Itemgement Static A wooden, 
single story struetere built In mid-l9S4» with white lime coated walls 
and a eament tile roof; about 20 meters long, seven meters, wide, and 3.5 
metere high. 

154) Feralpti l«p<niage Publications Store: A wooden, single story atruoture 
built in inid*>1954, with idiite lime eoated walls and a oement tile roof; 
about eight meters long, six meters wide, and three meters hi^o 

155 ) afagMbat, ¥4* A 3tone,two story strooture built in mld-J948 

and rebuilt in late 19^, with oement eoated walls and a e«Dent tile rt>ef ; 
about 50 meters long, 20 meters wide, and el^t maters hi|^o 

A stone, two story atruoture 

built in midol94e and rebuilt by the KangwptMio Trust trtm its war- 
damages la 1953. Zt has stone walls and a oanmnt tile roof; Is about 
60 meters le^, 20 meters wide, eight meters hig^. 

157 ) let Saaior.mddle Sehool t A Japanese-day bridk, three story, *U* aba|wd 
strooture reeonstruoted ftom its war-damages by the Kangi^im-do Trust in 
early 1954, with cement coated walls and a flat, reinforc^ eonorete 
roof; about 200 meters leog, 12 meters wide, and 15 meters high. 

158) 2nd Senior Middle Sohool i A Japaneae^dey briok, two story atruoture, 
rebuilt teca its war-damages by the Eang«;^i-do Trust in early 1954, with 
red fariek walls and a ooownt tile tcctf about 60 meters long, 12 meters 
wide, and nine meters hl|^» 
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159} Ch»Aidaggo Ch»Aigudangt A wooden, aingle atory 

otrueture built In iDid-1954, with tAilte Uae coated valla and a eenwnt 
tile roof I about eight setara long, aix loatera vide, and three laetera 
hi^, 

160} Road t A road aeetion, about 20 netaora vide, eii>aaded In early 1955 and 
peeved vith aaphalt* 

161) KanmiAwie IVeii7ia<dal Theater > A Japaneae-^ay toriek, single atory 
atroetore reconstructed froa uar<>danages by the KCT in nid>1954o 

It has eament coated valla and a rod tile roof, la about 100 meters 
1 m^, 30 aatera vide, and seven loetera high» 

162) Wifeaan Provincial Theater? A Japanese -day brick, single story strueture 
rebuilt by the KOr in nid-1954, with cement coated valla and a omeat 
tile roof; about 25 netera long, eight aatera vide, and 3*5 oetera high. 
(Editor's Gooatantt This heater is aasunad to ba the USraaan Moniaipal 
Theater#} 

163} H^naan-ai Mewagement Station t A woodmi, single story struotpxa 

built during the Japanese occupation and rebuilt ehbrtly after the var # 
It haa brick vails and a oement tile roof, ia about 30 netera l^og, tan 
metera vide, and seven meters high# 

164.} tt^nsan#^ MHAtarv Mobillgation Pepartroeot t A Japeneae-day briek, single 
story structure rebuilt from var-demages by the enplcyeea In late 1953, 
with red brick vails and a tin roof; about tm metera lonf, seven aetaea 
vide, four laetere higho 

165 } K ^ngviAa-do ftx)eeeutor ' s Office ? A rectangular, brick single 'story, . 
built during the Japanese occupation snd rebuilt by the eaplcyees 
shortly after the var. It has red brick vails and a cement tile roof 
and about 15 netere long, four meters high, and 15 netera vide# 

Tha above Office had tve additional structures of almllar type# 

166 ) J^gwjgj gfe-do ConsHwwra^ Quild t A vooden, single story structure built in 
late 1953, It haa cement coated vails and a oement tile roof and about 
30 maters long, 20 metera vide, and four ntera blgho 

167) Wfesm^i People's Cemtdttoe t A brick, tvo story structure built during 
tito Mpenese M 0 i!Q)ation and reconstmeted by the KCT in Bid-1954 o 

It bee redbrick iaIIs, a cement tile roof and is about 60 .met«r 8 long, 
ten meters vide, eight meters hi^a 

168} ttfasen#Ai Qawnlttee. DWl i A vooden, single story atrueturm built ia late 
1953 , vith vhlte liww oeated imlls and a thatched roof; about seven 
meters long, five meters vide, and 3 #5 meters hl^o 

169} A bride, tvo atory atmeture of ahigm built by the 

KTC in late 1953, vith idrite lima coated valla and a thatehad roof; 
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Annexed BuildlBy^ W^^neaiiMii Fire Station? A voodan, single story 
struoturs of "T" shape, built shortly after the war, with red brick 
wells and s oement tile roof} about 25 meters long, ten meters vide, 
and five meters hlghe 

171) WAisan~sl Fire Statlant A wooden, single story structure, built 
shortly after the war, with red brick walls and a oement tile rooff 
about 20 meters long, seven meters vide, and 3.5 meters high. 

172) Warehouse. 2nd Rational Department Store » A brick, single story 
structure built in late 1953, with cement coated walls and a cement 
tile roof} about 15 meters long, ten meters wide, and 3.5 meters hi^, 

173 ) 2nd National Depa rtment Store i A brick, two story struoture built 
during the Japanese occupation and rebuilt in late 19^, with cement 
coated walls and a oement tile roof; about 30 meters long, 12 meters 
vide, and eight meters high, 

174) Wonsan T heatert A brick, two story struoture built during the Japan» 
ese occupation and rebxiilt the KTC in mid-1954, with oement coated 
walls and a cement tile roof; about 50 meters long, 15 meters vide, 
and eight meters high. 

175) 1st H^ymfl ftrofes slonal School Attac hed Sohool t A brick, two 

story struoture built during the Japanese occupation and rebuilt shorts 
ly after the war, with red brick %iall8 and a cement tile roof; about 

50 Mtere long, 25 meters vide, and eight meters high. 

176) Annexed Building^ Wonsan Ist Hormal Pr ofessional School Attached ftrimarv 
School : A brick, single story structure built during the Japanese oooiqpep- 
tion and rebuilt shortly after the war, with red brick walls and a oement 
tile roof; about 50 meters long, 15 meters idde, and five meters high. 

177) Main Building Wi^nsan Ish Wormal Professional School Attached Primary 
School s A briek, two story struoture built during the Japanese oect^*- 
tion and rebuilt by the KCT in mid-1954, with rod brick valle and a 
oement tile roof; about 40 meters long, 23 meters wide, and eight meters 
high. 

178) Apt^wxA/^ .Clase. Wifasan 1st Wormal Professional School ; A wooden, single 
story stnieture built in late 1953, with lime oodted walls and a thatoh- 
sd roof; about 30 meters long, eight meters vide, and 3.5 meters hi^. 

179 ) ifttnsan 2nd Bbnnal Professional School t A brick, two story structure of 
"0" shape, built during the Japanese occupation and rebuilt shortly 
after the war^ with stone walls and a cement tile roof; about 100 meters 
long, 25 meters vide, and eight meters high. 

180) Aanexad Cla es. Wfosan let Wormal ftrofesslonal School t ^ vooAvio single 
story structure built in late 1953 » with mud walls and a thatched roof; 
about 25 meters long, eight meters vide, and 3.5 me tars high. 
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lfark»tt A nark»t, expended afUr th« var, about 300 metara long 
and 250 netars vlda •> the largest market In Vlj^nsan-el. 

182) Railroad Brtdga i A bridge, about 20 meters long and three metere wide, 
leading to Foldqre. 

183) Wdnaan~6i Proseeator^s Offlee t A bride, single story structure built 
in mld«JL954, with red bride walls and a cement tile tooti about 25 
meters long, seven meters wide, and 3*5 meters hic^* 

184) Sanecudong Office i A wooden, single story struoture built shortly after 
the %far, with dilte line coated walls and a eenent tile roof; about six 
meters long, five meters wide, and three metere high* 

185) Ihiraimy School. Kangu^n- do Central Hospital * A wooden, single story 
stroetute built shortly after the war, with idiite lime coated walls and 
a oement tile roof; about 30 meters long, eight metejs wide, and 3*5 
meters hi|^» 

186) Annexed Rangw^n^do Central Hospitals A uooden, single story 

Structure built In early 1954, with diite lime coated walls and a oement 
tile roof; about 15 meters long, six meters wide, and 3 >5 meters 

187) Central Bosnital t A brick, two story struoture of "T” shiqpe, 
built during the Japanese occupation and reconstructed after the war* 

Has red brick walls end a eenent tile roof and is about 100 meters long, 
25 meters wide, and eight meters hig^* 

188) Road t A dirt road section, about ten meters wide, newly oonstruoted 

during the period of early 1954 mld~1954e 

189) P plmerv Sehonl (Designation Ifaknown) ; A brick, two story structure of 
"H" abipe, rebuilt from its war*<dainages shortly after the war, with 
cwoent coated walls and a cement tile roof; about 130 meters long, 20 
meters wide, and ten meters high* 

190) Weiiign-dftng lA Sub*.3tation t A woodm, single story structure built 
aftem the war, with red brick walls and a cement tile roof; about 
eight motors long, semen meters wide, and three meters hlg^«. 

191 ) national Store t A wooden, single atoxy struoture built in early 1954, 
with white lime coated walls and a eenent tile roof; about 15 metars 
long, eight maters wide, and 3o5 metwra high* 

192 ) Building (gnidwitlfiad) ; A stone, two story staucture built during the 
Jiqoanese oeet^tion and repaired of war-damages shortly after the war, 
with stone walls and a cement tilo roof; about 30 meters Ixmg, 20 metara 
wide, and oi^it meters hi^» 

193) SaryKtv Ohlt, A WOOdOtt, single 
story struoture built in mid«>1954, with oement ooated walls and a oement 
tile roof; about 25 meters long, tvn meters wide, and four meters hi^* 
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194) Annearod Building. KangwAi^do Geological Smnwr Ifaiti A wood«n« 
single story structure boilt in iBid<»19!^> vith ^dilte lime coated 
xralls end a cement tile roof; about 15 meters long, six meteors 
vide, and 3*5 meters high. 

195) Restaurant ._«ifaean-^i CoosuaersV Guild » A wooden, single stoiy 
strueturo built in late 1954, with white line coated walls and 
a cement tile roof; about 15 motors long, ten meters ^dde, and 
3.5 meters high, 

196) Autcnebil ^ Refn^ty Statieai t A brick, single story structure of "9" 
shape, rebuilt firom war-damages dwrbly after the war, with red 
bri^ walla mod a cement tile roof; about 100 meters lang, eight 
meters wide, and five meters high. 

197) mil. lAnaan-si People *s Committeet a Wooden, 
single story structure built shortly after the war, with wo^en 
valla and a tin roof; about 40 metara long, ten meters vide, and 
six maters hi^. 

1^) AnmacoA Building. 2nd Fi^ng Station s A voodan, single story 
atruotuss built in Juiy. 1953, with red bride walls and a oemant 
tile roof; about 15 metars long, aeven maters vide, and 3*5 
matera hi^. 

199) M*l« Building. 2nd Fishing Stationt A wooden, single atory 
atruature built ahortly after the war, vith red brick walla and « 
eament tile roof; about 30 meters long, ten meters vide, and 3*5 
matera high. 

200) limMced Building. 2nd Fiahlnp Statioa g A wooden, single story 
structure built shortly after the war, with red brick valla and 
a cement tile roof; about 25 meters longf six meters wide, and 
3*5 meters high. 

201) OiiArd P,^ et (0!pidentified) » A wooden, single story strueture built 
after the war, with white lime coated walls and a cement tile roof; 
about four meters long, four meters vide, and three meters high. 

202) Jjfoofift.. ^3- 

Reople^s An open storage, about 100 matera long and 20 

meters vide, idiere all oo«d and anthracite carried by train for 
eonaumptlcm in V|6B8an-si was stored for later diatribution, the 
stock varying vith the soason. 

2Q3) lambftr Storage. Wi^naan Sliipyard t An open storage, about 200 metara 
long and 150 meters wide, usually having stacks of lomber in 
quantities. 


CONFIDENTIAL 



Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 



Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 


COSFIDElTriAL 

ont ^ u/nAjm Shlnvardt A brick, tvo Story structure built during the 
S^f^^ tion ai^ riconstructued shortly aftg- war, 
withCGiKjnt coated walls and a cenont tila roof; about 50 notora 
long> 15 noters wide> and eight motors high* 

E»tore Jong, ton roters wide, and four netera high. 


206 ) 


Fanooi Barbed wire fence, about 150 metors long, oncircling the 
above shipyard. 


om\ knrMvaA Biilldlnp. W/aoeo S hluvardt A vooden, single story structure 
toSn^hStly^r the war,^^brick walls and a «oodon roof; 
about 25 meters long, eight me ors wide, and 3.5 motors high. 

208) Annexed Build tnp Wonsan Shiro^t ^ 

SsSs«.r3s,-s-s,-.rr«;;’ 

about IDO motors long, 15 metors wide, and seven meters high. 

9lo> Plont (Thldentiiao d ), M ns^ ^ wooden, s^le story ^ 

itaucture^lt after toe war, with wooden walla and a 
about 100 meters long, 20 motors vide, and seven motors high. 

P 1 ««+. fnn4A»«tlflod). tbCnsan Shimrerd * A wooden, single story 
^ Kct^^bSlt afti too ^,^Sto^ooden walls and a wooden roof; 
about lOO maters long, 20 motors vriLde, and aevan meters hlgn. 

212) fTfriiHanttfled). Wonsan ShiTOrar^ t A wooden, si^le 

structure built after the war, with wooden walls and a roof; 

about 100 meters IcMJg, 20 meters wide, and seven meters high, 

213) iBSlUSseftt This area was used for anchoring vessels built er repair- 
ad by the ^fesan ^lyard. 

214) ficidget Roeonstruetued from war-damages after the neaswed 

S^^rs long and tea meters wide; located between W/feean and 

Anbyi^o 

«5) WA imn 

strusture built Shortly after the war, with red ^clc ^is ^ a 
aement tils roof; about 50 metors long, eight meters wide, and 

3o5 meteors high. 

216) (Ura/^e. MAisan AutoBotive StAtl^ t A brick, sftdgls story structure 

CGRFIOiaiTXAL 




Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 



Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 


CORFHeiTUL 

built shortly after the var^ with red brick vaXle eoid a tin roof; about 
30 meters long, six meters trLdo, and four ostors hi^o 

217} Warehouse. WAiaan AntanotiTO gtationt A briek, single story atruvture 
built shortly afUer the war, with red briek vails and a tin roof; about 
25 meters long, ten meters wide, and 3.5 meters high. 

218) Receptio n Wfosan Aatomotlve Station t A bricdc, single story 

structure built shortly after “the war, with rod briek walls and a tin 
roof; about four maters long, four meters wide, exrl three meters high. 

219) Ironamlth (ifeideptifie^) ^ A brick, single story structure built In 
late 1954, with red brick walls and a cement tile roof; about 25 meters 
long, 20 meters wide, and six i^tere high. 

220) Imnamltli (lfaidentifled) { A briek, single story struc- 
ture built in late 1954, with red brick walls and a cement tile roof; 
about 25 meters long, ten maters wide, and 3.5 meters hl^q 

221) Warehouse. Ironamlth (tbidontlfiedl r A briek, single story structure 
built In late 1954> with rod brick walls and a eamsnt tile roof; about 
15 meters long, ten meters vide, and 3 <>5 maters high. 

222) Annexed Building, (Ikiidentified ): A briek, single story 

structure built in late 19S4» with red brick walls and a cement tile 
roof; about 25 meters loxig, 20 meters wide, and six meters hlgho 

223) Residences.. WAsan Oil Compaiga Approximately 40 brick, single stozy 
structures built during tho Japanes oeet^ation and rebuilt from vsr- 
damages after the war, some with oemant coated walls a.d cement t5.1e 
rooff end some with red brick walla end tin roofs, each measuring about 
six meters long, six meters vide, and 3.5 meters high and housing 0 x 2 a 
family. 

224) I^tmvrfflJkesSlLtc ry. vinaasix 011 Cowpeprt ^ brick, two story structure 
built during the Japanese oeeuation and rebuilt from its war-damages 
shortly after the war, with cement coated valla and a cment tile roof; 
about 30 meters long, tea meters wide, and eight meters high. 

225) Oil CemnOTip i A brick, two story structure 
built during the Japanese oeeupatixxx and rebuilt firom its war-damages 
shcurtly after the war, vi^ cement coated walls and a eoment tile roof; 
about 30 meters long, ten maters wide, and el^t meters high. 

226 ) l^dn Building. Wjfaean. Oil Coagxany » A brick, two story structure built 
during the Japanese oeeiq;>ation and rebuilt traa war-damages shortly 
after the war, with cement coated walls and a ooment tile roof; about 
50 meters long, 15 meters iiide^ and eight meters high. 

GOmiSHTIAL 

-2ft» 


Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 



Sanitized Copy Approved for Release 2010/07/07 : CIA-RDP80T00246A048400600001-8 


227) 

228} 

229) 

230 ) 

231) 

232) 

233) 

234) 

235) 

236 ) 


COIIFID Iv'TIlL 


Station! A tNxden, elcglo story stcuetur* built shortly 
aftor th* var^ vlth vhlt« lliee coated vails and a oeaent tilo roof$ 
about 20 iDstars long, ton oetero id.<!e, and 3*5 motors high» 


Railroad Faotorv t Approadmatoly 110 Wooden, siaele 
story stnioture built ahojrtly after the vaf » They wore divided into, 
two types, i.e», those ufaioh vere designed ter single family use and 
those for two family usso The former type had lime coated valla and 
thatched or Korean s'fylo roofs, each measuring about six meters Ihng, 
six maters vide, and three maters hl^; tho latter was roofed vith 
straw or Japanese style tile, each measuring about 12 mstera long, six 
loeters vide, and three meters hi^o 


Anru^ftd Building, ^ifeaan Railroad Factory i A brick, single story 
struetwe built shortly after tho var, vith red brisk vails and a eement 
tile roof; about 20 meters long, scTcn meters vide, and 3*5 neters high. 


Annexed Building. Wjfosan Railroad Factory i A brick, single story 
structure built shortly after the ^Jar, vith red brick vails and a cement 
tilo roof; about 25 meters long, aevon meters vide, end 3 .5 meters high. 


Annexed ^dlding.^ Wonsan Railro^ Factorv t A bride, tvx> stoxy structure 
built during the Japanese occupation and rebuilt trim var>daiaagea after 
tho var, vith cement coated vjalla and a cement tile roof; about 50 meters 
long, 25 motors vide, and eight motors high. This building vas used as 
a club for various organisations. 

Annexed Building. Wifesan Railroad Factory » A wooden, single storj' 
structure built shortly cd!!ter the var, \dLth llino coated vails and a 
cement tile roof; about 25 meters long, seven meters vide, and 3.5 
meters high. 


ApTwaced BuiXdlng. Wfesan Railroad Factory ; A wooden, singla story 
struetijre built after the var, vith lime coated vails and a TOment tile 
roof; about 25 meters long, seven mstera %ride, and 3.5 meters high. 

Main Building. Wiaaan Railroad Faetorvi A brick, two stsvy structure 
built during the Japanese oecupation and rebuilt trea var«damagoo shortly 
after the var, vith cement coated vails and a OMBsnt til* roof; about 
50 meters long, 25 meters vide, and ten meters high. 

Guard ^ocm. Wifasan Railroad ^'actorva A brick, square, single stocy 
structure built during the Japanese occupation and rebuilt after the 
var, vith cement coatod vails and a conont tile roof; about five maters 
long, five meters vide, and three meters high. 

Facterv Area t All litdustrial facilities were destroyed during the var, 
and their rec(»s1»ruetion has been In progrese since early 1955« 
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